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SUBJECT:MARTIM LENCASTRE CABRAL 

FOLLOWING IS TEXT OF MESSAGE RECEIVED FROM VICE PRESIDENT'S 
OFEICE 

1 . THE VICE PRESIDENT HAS BEEN INFORMED THAT A PORTUGUESE 
CITIZEN, MARTIM LENCASTRE CABRAL, IS INTERESTED IN 
WORKING FOR THE U.S. GOVERNMENT. 

2. IN 1968 TO 1974 HE REPUTEDLY WAS PERSONAL ASSISTANT AND 
ADVISOR ON INTERNATIONAL AEFAIRS TO THE PORTUGUESE 
FINANCE MINISTER AND DIRECTED THE FINANCE MINISTRY'S 
PUBLIC INFORMATION DESK. HE WAS MANAGING DIRECTOR OF 

A PUBLIC AFFAIRS CORPORTATION, CONSULTORES RIO ATLANTICO, 
IN LISBON AND HAS WORKED IN VARIOUS AMERICAN AND 
PORTUGUESE PUBLIC RELATIONS, ADVERTISING AND BUSINESS 
FIRMS. HE OWNS PROPERTY IN PORTUGAL AND WISHES TO 
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REMAIN A CITIZEN. 
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3. BECAUSE OE HIS CITIZENSHIP, HE IS NOT ELIGIBLE FOR 
CONSIDERATION FOR A POSITION IN GOVERNMENT AGENCIES 
IN THE U.S. HE HAS BEEN INFORMED THAT ONLY OUR EMBASSY 
WOULD BE ALLOWED TO HIRE A PORTUGUESE CITIZEN AND HAS 
EXPRESSED AN INTEREST IN CONTACTING THE EMBASSY. 

4. THERE IS NO OBLIGATION OF ANY KIND. THIS CABLE IS 
SIMPLY TO ALERT YOU TO THE FACT THAT THIS INDIVIDUAL 
WILL BE CONTACTING THE EMBASSY TO SEEK EMPLOYMENT. 
UNQUOTE. KISSINGER 
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